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Located on Lindell Blvd. at Kingshighway, op¬ 
posite beautiful Forest Park, where is located 
the only Municipal Open Air Theatre in the 
world, and the largest bird cage in the world. 
Forest Park, comprising 1380 acres, is the larg¬ 
est and most interesting park in the city. 
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